






AY 4-= Uttarakhand State Control Room 

—S Naa Integrated Disease Surveillance Programme C®VID-19 

SERRTS agra er fer = Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 11-04-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 794 (since 15'* March 2020) 


%@) Positive Today: 02 WY Recovered Today: 05 
4 Death Today: 00 4 Active Cases: 149 


S*’Y Sample Positivity today: 0.13% R% Recovery Percentage: 96.06% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92210 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88573 (96.06%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3214 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 274 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1484 
6. Total number of samples sent for COVID-19 testing today: 1613 
7. Total number of cumulative samples found negative since 01.01.2022: 1277325 





C@VID-19 


Uttarakhand State Control Room 





Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C®&VID-19 


Uttarakhand State Control Room 


Detailed Status of Sample Tested 
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COVID-19 Vaccination 
11th April 2022 
* Sessions Held Today: 831 
* Number of Beneficiaries Vaccinated Today: 7469 
* Total Number of Beneficiaries Partially Vaccinated: 8772524 
* Total Number of Beneficiaries Fully Vaccinated: 8064612 


*% Total Number of Beneficiaries Given Precaution Dose: 445952 


Details of Beneficiaries Vaccinated in Uttarakhand 


ee ; Last 24 hrs 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 








SARRATS VAT 


S*"Y Sample Positivity: 4.42% R% Recovery Percentage: 96.05% 
AX CFR (%Death): 1.76% 44 Migrated Cases: 2.16% 

l. Total cumulative Positive COVID-19 detected: 436995 

Z. Total Number of COVID-19 Patients Treated/ Cured: 419723 

a: Total Number of COVID-19 patients migrated out of state: 9431 

4. Total Number of COVID-19 Deaths: 7692 

5. Total number of cumulative samples found negative: 9453078 

6. Total number of cumulative samples tested: 9890073 


Districts wise Status of COVID-19 


District Cumulative Negative Positive 
samples Tested Cumulative Cumulative 


Siesta 
aaa 209 
eb on 

a 
Uttarkashi 393143 378944 


Cured till 
Deaths 


Treated/ 
Cumulative OTTINTTETEAYS 
Date Migrated/others 








nN ¢-», Uttarakhand State Control Room ' 
~S | 4 Integrated Disease Surveillance Programme CSVID-19 
scoala Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun ptareysene none ene ore 


Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


a Whatsapp No. 9412080544 


Details of District Control Rooms 


05963-221822, 05963-297515, 7895235220 
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